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PART I - NOTIFICATIONS BY GOVERNMENT, HEADS OF DEPARTMENTS 
AND OTHER OFFICERS 


NOTIFICATIONS BY GOVERNMENT 


CONSUMER AFFAIRS, FOOD AND CIVIL SUPPLIES DEPARTMENT 
(CS-I) 


ESTABLISHING COMMAND CONTROL ROOM IN THE OFFICE BUILDING 
PREMISES viz., SRI SAl TOWERS, KANURU, VIJAYAWADA. 


[G.O.Rt.No.55, Consumer Affairs, Food and Civil Supplies (CS.1), 30° December, 2022.] 


Read : 


File No. FCSO2-IT21/2/2022-CCS-CS(Computer No. 1926448) of 
Commissioner of Civil Supplies, A.P., Vijayawada. 


kK 


ORDER: 


In the Circumstances reported by the Commissioner, Civil Supplies, in 
the reference read above, Government after careful consideration of the 
proposal hereby accord permission for creation of Command Control Center in 
Civil Supplies Bhavan 2 ™ Floor, Sri Sai Towers, Kanuru, Vijayawada with the 
following staff members assigned with the duties to monitor all online TPDS 
activities including PDS Commodities vehicle tracking and to get real time data 
online. 


[1] 
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Supervising Officers: 


Name of the Officers 


Designation 


1. |A Sreenivasa Rao 


\Deputy Director (IT & PDS) 


2. |M.S. Seshagiri rao 


Assistant Director (IT) 


3. |Shaik Nagur Vali, 


SPMU and PS to CCS 


SI.No 


Work to be Attended 


Assigned to 


1. Reports of ePoS Distribution 
2. Reports of Supply Chain Management 
3. ePDS Reports 


GV Sudhakar 


1. 
4.Reports of MDU’s distribution movement | Babu,Data Analyst, NIC 
basing on GPS (2 in each mandal) 
5. Operation of Controller and Video Wall etc. 
1. Rice Card Services through GSWS VNVS Pavan Kumar, 
2. (2. Reports related to Gol MIS Executive, 
3. Operation of Controller and Video Wall etc. IT Section 
1. Network Configuration 
3 2. Internet Configuration 6 Sumaaner ort 
" 3. Systems Configuration NIC pport, 
4. Any other Technical issues etc 
1. Monitoring of Procurement Operations ; 
4. | 2. Linking Rice Mill CC Cameras to CCC pi యాగ. “65 
3. Monitoring of Vehicle Tracking system 
— శ ; 1 representative from 
క్‌, aa of Vehicle Tracking system(Stage 1 APSCSCL(Trans 
global) 
6. | Linking MLS Points CC Cameras to CCC 2 nepreserestye wom 
= g క్‌ APSCSCL ( Matrix) 
overall Analysis of ePoS distribution and other 1 Representative from 
7. ePoS related issues and to look after overall M/s. Linkwell Tele 
CCC technically Systems (P) Ltd. 
2. Further, It is to inform that, tracking of all activities pertaining to the 


Civil Supplies Department as well as AP Civil Supplies Corporation shall 
happen and monitor from this Command Control Center. In this regard, the 
VC & MD, APSCSCL is here by directed that all the tracking activities 
presently being done at APSCSCL shall be integrated with Command Control 
Center and also directed to allot resources for the works mentioned against 
the Serial No’s. 4, 5 & 6 in the above table. 
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3. Further, M/s. Linkwell Telesystem is also directed to allot resources for 
the works mentioned against the serial No. 7 in the above table. 


4, The Commissioner of Civil Supplies, A.P., Vijayawada shall take further 
necessary action in the matter. 


H. ARUN KUMAR, 
Ex-Officio Secretary to Government. 
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